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INFO OCT-01 EUR- 1 2 ISO-OO EB-08 CCO-OO PASO-OO /021 W 

111332 240508Z/23 

R 231355Z SEP 77 
FM AMCONSUL LYON 
TO SECSTATE WASHDC 1061 


UNCLAS LYON 0275 


E.O. 11652 : N/A 
TAGS : BGEN, FR 

SUBJECT : BUSINESS ASSISTANCE : HOSPITAL OF VOIRON 


TO : CHEMETRICS CORP 
P.O. BOX 5821 

SAN MATEO, CALIFORNIA 94402 
TELEX NO : 910 374 42841 


DIRECTOR OF HOSPITAL OF VOIRON, VOIRON FRANCE HAS 
REQUESTED THE ASSISTANCE OF THE US EMBASSY IN 
PARIS IN OBTAINING YOUR COMPUTER CONTROLLED CHEMISTRY 
ANALYZER. THE DESIRED MODEL CONSISTS OF A COMPUTER, 

A PRINTER, A SAMPLE PROCESSOR AND A UV VISIBLE 
RANGE SPECTROPHOTOMETER, AND IS PRE-PROGRAMMED 
TO HANDLE 19 BASIS CLINICAL CHEMISTRIES. THE SYSTEMS 
RETAILS FOR APPROXIMATELY 120,00 FRANCS (4.89/USD). 

THE ACQUISITOON OF THIS SYSTEM MUST BE AUTHORIZED AND 
FUNDED THROUGH THE FRENCH GOVERNMENT. THIS PROCEDURE 
INITIATED OVER THREE MONTHS AGO WAS COMPLETED LAST 
WEEK. CUSTOMER WAS HOWEVER THEN INFORMED THAT 
SOCIETE DELHOMME 32 AVENUE DE ST MANDE, 75562 
PARIS CEDEX 12, NO LONGER CARRIES CHEMETRICS PRODUCTS. 

PLEASE ADVISE AS SOON AS POSSIBLE WHERE THIS EQUIPMENT 
CAN BE OBTAINED IN FRANCE. CUSTOMER HOPES TO 
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AVOID FURTHER DELAY, AS ENTIRE PROCEDURE MUST 
BE REINITIATED TO BUY ANY OTHER SYSTEM, BUT MUST 
HAVE ASSURANCE OF AVAILABILITY OF AFTER SALES 
SERVICE IN FRANCE AS WELL. 

CAROLEE HEILEMAN, ASSISTANT COMMERCIAL ATTACHE 

US EMBASSY, PARIS FRANCE 

VERSCHUUR 
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